ALCESTER  RURAL  DISTRICT  COUNCIL 


ANNUAL  REPORT 

L ! B 

OE  THE 

MEDICAL  OFFICER  OF  HEALTH 
for  the  year 
1948. 

Tos  The  Chaiman  and  Members  of  the  Alcester  Rural 

District  Council. 

I beg  to  submit  herewith  my  report  for  the  year  1943 
which  is  on  similar  lines  to  the  report  for  the  year 
1947. 


Medical  Officer  of  Health. 


11,  Guild  Street, 
St  r at f 0 r d -on- Avo n , 


J 


Estimated  population  - 13,080 


LIVE  BIRTHS 


Male 


Female 


Total 


Legitimate 

Illegitimate 


103  (100)  120  (133)  223  (233) 
7 (4)  9 (7)  16  (11) 


Birth  rate  per  1,000  estimated  population  - 18,2  (19.4) 
STILLBIRTHS  Male  Female  Total 


Legitimate 

Illegitimate 


1 (2 
1 (~ 


i as  i a 


Rate  per  1,000  (live  and  stillbirths)  20.5  (24.0) 
DEATHS  Male  Female  Total 

72  (73)  64  (76)  136  (149) 

Death  rate  per  1 , GOO- 'estimated  population  - 10,5  (11.9) 
DEATHS  FROM  PUERPERAL  CAUSES. .IIL 


DEATHS  OF  INF ARTS  UNDER  ONE  YEAR 


Legitimate 

Illegitimate 


Male. 

4 

1 


Female 

3 


Total 

7 
1 


Ratos  All  infants  per  1,000  live  births  - 33*5  ( 36.4) 

Deaths  from  Measles  (all  ages) .2 

Whooping  Cough  (oil  o.ges)  Nil 

“ " Diarrhoea  (under  2 years  ) .Nil 

t?  Congenital  Malformation  end  birth  injuries,,..,  3 
Premature  Bir  ths 5 


N,B,  Figures  in  brackets  arc  for  1947 
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TUBERCULOSIS 


The  following  tables  show  (l)  the  incidence  of  Tuberculosis  and 
(2)  deaths  from  Tuberculosis, 


Age 

Periods 

NEW  CASES 

' DEATHS  ' 

Pulmonary 

Non-Pulmonary 

Pulmonary 

N on-Pulmonary 

M 

E 

M 

E 

I 

F 

M 

E 

.0-1 

1 -5.  . 

2 

2 

1 

i 

5 -10 

10-15 

1 

15-20 

2 

1 

20-25 

1 

2 

1 

25-35 

2 

3 

4 

35-45 

1 

1 

45-55 

55-65 

1 

1 

65  and 
• upwards 

. TOTAL 

8 

9 

4 — — 

4 

l 

1 

4 

,i 

■ 

DIPHTHERIA  IMMUNISATION 

Tho  number  of  children  immunised  from  1st  January  to  4th  July,  1948  was, 

Under  8 years  3-14  years  Total  Booster 

59  — 59  29 

On  the  5th  July  this  service  became  a County  Council  responsibility  under 
the  National  Health  Act,  1946. 
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CAUSES  OE  DEATH 


Mai  e 

Tuberculosis  (of  respiratory  system)  1 
Measles  1 
Cancer  of  buc, cav. oesophagus (E)  Uterus  (M)  1 
Cancer  of  stomach  and  doudenum  2 
Cancer  of  breast  - 
Cancer  of  other  sites  12 
Intra-cronial  vascular  lesions  7 
Heart  Diseases  24 
Other  diseases  of  Circulatory  system  5 
Bronchitis  1 
Pneumonia  2 
Ulcer  of  stomach  or  duodenum  1 
Other  digestive  diseases  - 
Nephritis  1 
Premature  births  3 
Cong. Mai. Birth  injuries s infant  diseases  2 
Dead  Traffic  Accidents  1 
Other  violent  causes  5 
All  other  causes  3 


Female 

~x~ 

1 

2 

1 

8 

11 

22 

4 

2 

1 

1 

2 

1 

1 

3 


TOTAL 


72  64 


NOTIFIABLE  DISEASES  (AGE  GROUPS) 


DISEASES 

..  . . 

0-1 

1-3 

3-5 

t — — 

5-10 

10-15 

15-25 

25-45 

45-65 

Over 

65 

Age 

un- 

k*n 

To- 

tal 

Adm  j 
to  1 
Hospj 

Scarlet 

Fever 

1 

6 

5 

8 

l 

21 

i 

7 1 

Whooping 

Cough 

9 

8 

7 

24 

1 

1 

* 

i 

Pneumonia 

l 

5 

4 

2 

12 

1 

i 

Erysipelas 

2 

2 

| 

- - - -_J 

Polio- 

myelitis 

l 

1 

» 

1 ! 

Measles 

50 

-5L. 

1 

8 i 

2 

4 

i 

134 

1 

i 

. J 
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FACTORIES  ACTS,  1937  and  1948 

1,  Inspections  for  purposes  of  provisions  ns  to  health 
(including  inspections  made  by  Sanitary  Inspectors) 


Premises 

No  • on 

Number  of 

Inspections  Written  Occupiers 

Register 

Notices 

Prosecuted 

Factories  in  which 
Sections  1 ,2,3,4  and  6 
are  to  be  enforced  by 
Local  Authorities 

27 

41 

3 

Nil 

Factories  not  included 
in  above  in  which  Sect, 
7 is  enforced 

5 

20 

1 

Nil 

Other  premises  in  whicl 
Section  7 is  enforced 
(excluding  out-workers1 
premises j 

2 

f - - - 

1 

Nil 

Nil 

TOTAL 

34 

62 

i 4 

Nil 

2,  Cases  in  which  defects  were  found 

i 

i 

Found 

Remedied 

Number  of  cases 

referred  No .of 

Particulars 

to  H.iVi. 

by  H.M. 

prose— 

Inspector 

Inspector 

cut ions 

Wont  of  Ci eanlincss 

1 

1 

Nil 

Nil 

Nil 

Overcrowding 

Nil 

Nil 

Nil 

Nil 

Nil  ~ 

Unreasonable  temperature 

1 

' Ifil  ' 

Nil 

Nil 

Nil 

Inadequate  ventilation 

Nil 

Nil 

Nil 

Nil 

"larr 

Ineffective  drainage  of 
floors 

Nil 

Nil 

Nil 

Nil 

Nil 

on  it  ary  Conveniences s- 

( a)  Insufficient 

(b)  Unsuit  oble  or 
defective 

(c)  Not  separate  for 

sexes 

Nil 

Nil 

Nil 

Nil 

Nil 

2 

2 

Nil 

6 

1 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

Other  offences  against 
the  Act  (not  including 
offences  relating  to 
outwork 

£ . 2 _ 

1 

2 

Nil 

Nil 

! 

i 

Nil 

TOTAL  j 6 

I i 

5 

1 

1 

Nil 

6 

Nil 
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REPORT  ON  WATER  SUPPLIES 


1.  Water  supply  satisfactory  in  (a)  Quality  and  (b)  Quantity, 

2,  Mains  supply  at  Studley  purchased  in  bulk  from  East  Worcestershire 
Water  Co.,  Two  chemical  and  bacteriological  examinations  carried 
out.  Both  stating  water  very  pure  and  suitable  for  public  supply. 
Dates  of  examinations  28.1,194-8  and  1.9.194-8, 

' . Al coster  supply  from  boreholes  at  Arrow  and  Kinwarton, 

Treatment  by  chlorinatur  at  Alcester  Water  Works, 

Bacteriological  and  chemical  examinations  taken  28.1,4-8  and  31 .8. 4-8 . 
(two  of  each). 

Both  reports  satisfactory  and  state  the  water  is  of  good  quality 
and  suitable  for  public  supply. 

Wilmcote_ supply  purchased  in  bulk  from  Stratford-on-Avon. 

Bacteri olo gi c al  and  chemical  examinations  taken  28.1.48.  Report 
states  that  the  water  is  very  pure  and  suitable  for  public  supply. 

A further  examination  taken  1.9.48  gives  identical  report, 

Bidford  supply  from  borehole  at  Dunnington,  Treatment  of  water  takes 
place  at  Dunnington  Works. 

Bacteriological  and  chemical,  examinations  carried  out  on  28th  January 
1948,  Report  states  water  to  be  of  good  quality  and  safe  as  a public 
supply.  A further  examination  on  1,9,48  gives  same  report. 

Preliminary  housing  site  works  commenced  in  the  Parish  of  Oversley, 
including  the  laying  of  storm  water  and  foul  drains  for  a.  site  of 
36  houses  connected  by  rising  main  to  existing  sewer.  Site  works 
completed  in  the  Parrish  of  Bidford  for  a scheme  of  36  houses, 
including  the  laying  of  incidental  storm  water  and  foul  drains,  and 
connecting  to  existing  drainage. 

List  of  House  Connections  and  Standpipes 

Houses  To  be  connected  Standpipes  (included 

under  Col.  1) 


Pari  sh 

of 

Alcester 

74-3 

1 

387 

Vi 

tt 

Arrow 

78 

3 

20 

it 

it 

Coughton 

154 

25 

- 

it 

it 

Wilmcote 

109 

36 

36 

ft 

’ St 

Bidf ord 

657 

127 

50 

ft 

tt 

Salford 

293 

70 

10 

SI 

tt 

Exhall 

64 

4 

2 

St 

it 

G-t , Alne 

114 

18 

3 

i i 

St 

Studley 

1075 

4 
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